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Palo Alto Tiny BASIC, Version 3 was published by People's Computer Company in their "Reference Book of Personal and Home Computing."  The book includes the instructions for the Palo Alto Tiny BASIC, the 8080 assembly language source code and the 8080 object code.  This excerpt from the book was scanned because Bally BASIC (and "AstroBASIC") are a superset of the original Palo Alto Tiny BASIC that were written for the Z-80 CPU and released on cartridge for the Bally Arcade/Astrocade in September 1978.

Palo Alto Tiny BASIC, version 1, was originally published in Dr. Dobb's Journal of Computer Calisthenics and Orthodontia, Vol. 1 No. 5, May, 1976.

Li-Chen Wang's Palo Alto Tiny BASIC, version 3, will run on either the 8080 or Z-80, and only uses 2K of core memory. It contains a number of nice features including command abbreviations and error messages. At the end of the listing is a cross reference table for symbols used in the program and also the object code for the program. For further information on Tiny BASIC languages, see Dr. Dobb's Journal, Volume 1.

Version 1.0 of PATB was published in Dr. Dobb's Journal (Vol. 1, #5). Version 2.0 was published in Interface Age (Vol. 2, #1). The version presented here (Version 3.0) differs from the previous ones in that:

a) The RST instructions are no longer used as CALL'S. This makes the program longer, but enables one to relocate the program to anywhere in the address space. (RST instructions call subroutines on page 0.)

b) A few JMP instructions are inserted so that the user can extend PATB by changing these JMP's.

c) Some other small changes in PRINT command.

d) In Version 1.0 there, are two known bugs: FOR 1=1 TO 32767 will never end, and ABS(-32767-1) gives a negative result. In Version 2.0, there is one known bug: ABS(0) gives an error. These bugs are fixed in Version 3.0.
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